


RELIABLE 


MANUFACTURES 34 MODELS 
OF AUTOMOBILE JACKS 


No matter WHAT your requirements for a jack may be— 
mechanical or hydraulic, for tool box, Service Station or 
Garage, for truck or passenger car—RELIABLE has a 
model to fit your need exactly. Each model has been 
proved by use in thousands of Stations and Garages all 
over the world. RELIABLE JACKS are everything the 
name implies—you can count on them to be dependable. 
They are built and designed by a company with 40 years’ 
experience in the jack business. Buy RELIABLES and 
feel SURE! 


















No. 1-HR Hydraulic. 
Has detachable handle 
for use in service cers. 
1% ton capacity. 










No. 2-HF Over Size Hy- I 
draulic Floor Jack. Has ££] 
automatic 2-speed pump # i | 
ond 2-ton capacity. 

i 


No. S-71 Hand 
Hydraulic. Avail- 
able in 11 sizes 
from 1% te 12- 
ton capacity. 





No. 4-H Heavy Duty 
Hydraulic Floor Jack. 
Has 2-speed pump end 
4-ton capacity. 


EVERY RELIABLE JACK IS 
FACTORY TESTED under solid concrete test 


(300 4600 8000 _ blocks before being shipped—your guarantee of receiving 
POUNDS POUNDS, PQunns _ FULL rated capacity and extra SAFETY. 


See your jobber or write us for 
full details 


RELIABLE JACK CO. 


1401 W. Second St., Dayton, Ohio 


68 When writing to advertisers please mention Motor . 


